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REMA FALL CONFERENCE AT 
FRENCH LICK OCT. 28-29 


PITTSBURGH—Fall Conference of the Re- 
frigeration Equipment Manufacturers Associ- 
ation will be held Oct. 28 and 29 at the 
French Lick Springs hotel, French Lick, Ind., 
it was announced from the association’s head- 
quarters last week. 

Details of the program for the meeting 
will be completed at a meeting of the officers 
of. Rema to be held this week. 

Tentative plans call for the first day of the 
conference to be a closed meeting for mem- 
bers of Rema only. On Friday a joint industry 
meeting will be held with supply jobbers, 
service engineers, and other interested ele- 
ments of the industry. 

It is likely that the National Refrigeration 
Supply Jobbers Association will hold a meet- 
ing at French Lick at the same time. 


PRODUCTION OF IRONS & TOASTERS 
PREDICTED FOR EARLY °44 


NEW YORK CITY—Production of electric 
irons, toasters, and dehydrators will be re- 
sumed within five months, claim buyers of 
home appliances for chain drug stores here, 
who said that an announcement to that effect 
was expected shortly from WPB. 

All major producers of irons will receive a 
quota of the total goal, tentatively set at 
1,700,000 irons, based on prewar production, 
it was said, even though some manufacturers 
may find it difficult to reconvert their pro- 
duction facilities for this purpose. 


AIR CONDITIONING & LOCKER 
FIELDS CALLED POSTWAR HOPES 


NEW YORK CITY—Maintenance and re- 
pair of air conditioning equipment; manu- 
facture of frozen food lockers, and the elec- 
trical trades are among the fields holding 
promise of increasing employment oppor- 
tunities in the postwar period, according to 
a survey by New York university’s School of 
Education. 

Dr. Robert W. Hoppock, instructor of a 
course on “Postwar Occupational Readjust- 
ments,” said his students had found that 
postwar expansion of industry would come 
at a time when millions will be looking for 
permanent employment. 

“The students,” he added, however, “report 
that many of the predictions now appearing 
in popular literature are misleading, because 
they compare postwar with prewar employ- 
ment, and ignore the interim. 

“The manufacture of electronic equipment 
is cited as an example. Postwar production 
in this field is almost certain to be greater 
than prewar, but equally certain to be lower 
than the present rate. Translated into jobs, 
this means that employment will be decreas- 
ing rather than increasing when the big read- 
justment comes.” 


Order P-126 Revised with Less 
Restrictions and Better Ratings 


Licensing Provision Is Missing In Amended Text; 
New Method of Certifying Ratings Is Provided 


WASHINGTON, D. C.—An amended Preference Rating Onder 
P-126 (material for emergency servicing of industrial and com- 
mercial refrigerating and air conditioning systems) was issued 
Wednesday, Sept. 15 by WPB, the changes being so broad as 
to constitute an almost complete revision of the order. 

The amendment of Sept. 15 kills predictions made in some 
quarters that P-126 would be abandoned in favor of CMP Regula- 


tion 5 for use by servicemen. 


Some changes in the order bring 


P-126 somewhat into line with CMP Regulation 5, but on the other 


Buyers Can Change 
Choice of Equipment 
After Getting Rating 


WASHINGTON, D. C.—Interpreta- 
tion 2 to Order L-38 (refrigeration 
and air conditioning machinery and 
equipment) has been issued to clarify 
the following points: 

1. In cases where the delivery of 
equipment is authorized upon condi- 
tion that “Freon-12” may not be 
used, different equipment in which 
other refrigerants are employed may 
be purchased provided the equipment 
is of substantially the same refrig- 
erating capacity. Any _ incidental 
additional cost resulting solely from 
a change to a refrigerant other than 
“Freon-12” is also permissible. 

2. Application for delivery authori- 
zation calls for the name of the 
probable supplier and the model 
number. However, if the applica- 
tion is authorized, the purchaser 
may obtain a different model from 
another supplier, provided the equip- 
ment is substantially the same capac- 
ity and has the same function. 

Following is the text of Interpre- 
tation 2: 


PART 1071—INDUSTRIAL AND 
COMMERCIAL REFRIGERATING 
AND AIR CONDITIONING MACHINBRY 
AND EQUIPMENT 
[Interpretation 2 to General Limitation 
Order L-38] 

Subparagraph (c) (2) of § 1071.1 pro- 
(Concluded on Page 2, Column 3) 


© hand, 


service agencies operating 
under P-126 are barred by terms of 
the amended order from using CMP 
No. 5, except where _ specifically 
authorized to obtain certain con- 
trolled materials. 


The licensing provisions of P-126 
have been abandoned, and no longer 
is it necessary for the service com- 
pany to hold an “emergency service 
certificate’ in order to apply the 
rating. A “service agency” is defined 
merely as “any individual, partner- 
ship, association, business trust, cor- 
poration, or other organized group of 
persons, incorporated or not, which 
engages in repairing systems belong- 
ing to others.” 

Rating structure has been definite- 
ly improved in the amended order, 
with Class I installations (industrial 
food processing and storage) getting 
a AA-1, and all type of retail food 
establishments placed in Class II 
getting a AA-2. This latter is a 
much better rating than the AA-5 
which would be obtainable under 
CMP Regulation 5. 

However, the bans against the use 
of the rating for repairing air con- 
ditioning systems is retained, so the 
service firm will have to use the pro- 
vision made in L-38 for such sys- 
tems, or have the user apply a rating 
under CMP 5, if the user is eligible 
to apply it. 

Following are some of the high- 
lights of the order. Full text will be 
published in the next issue of AIR 
CONDITIONING & REFRIGERATION NEWS: 

No service agency, says_ the 
amended P-126, shall obtain any 
parts and materials for the emer- 


(Concluded on Page 2, Column 4) 


This is the bulletin issue of the News. 


More details on the news 


stories plus special features in next week’s full size issue. 
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AIR CONDITIONING & REFRIGERATION NEWS, SEPTEMBER 20, 1943 


Bulletin Edition 


Procedure for Obtaining Extra ‘Freon’ 
Under Order M-28 Clarified by WPB 


WASHINGTON, D. C.—The fol- 
lowing questions and answers per- 
taining to Conservation Order M-28 
(“Freon” Refrigerants) were issued 
Sept. 9 by WPB’s General Industrial 
Equipment Division, in response to 
a request made by industry members 
at the recent joint meeting of the 
General Refrigeration and Air Con- 
ditioning Industry Advisory Com- 
mittee and the Industrial Refrigera- 
tion Industry Advisory Committee. 


1. Q: What procedure should be 
followed by refrigeration and air 
conditioning equipment manufac- 
turers to obtain additional quantities 
of chlorinated hydrocarbon refrig- 
erants (‘“Freon’’) 


for uses desig-. 
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nated in M-28 as Class !: Army, for 
new and existing systems; Class II: 
Navy, for new and existing systems; 
Class II! (a) and (b) Maritime Com- 
mission or War Shipping Administra- 
tion for new systems at factories of 
equipment manufacturers, and new 
systems in the field? 

A: Additional quantities of 
“Freon” for Classes I and II should 
be requested from the Army and 
Navy respectively. “Freon” for Class 
III (a) and (b) use should be re- 
quested from WBP’s General Indus- 
trial Equipment Division. 

2. Q: When “Freon” for Classes 
1, Il, and Ill (a) and (b) are not 
available, that is, when applications 
are denied, to whom _ should the 
manufacturer apply for authorization 
to make a change in the refrigerant? 

A: A request for a change in 
refrigerant should be directed to the 
government agency from which the 
manufacturer received his contract. 

3. Q: If the contracting officer 
of the government agency refuses to 
grant additional quantities of “Freon” 
or to authorize a change in refrig- 
erant, what recourse is available to 
the industry on prime contracts and 
sub-contracts? 

A: This is a matter for settle- 
ment between the contractor and the 
Government agency, just as in any 
other case where a contract cannot 
be fulfilled exactly in accordance 
with its terms because of a shortage 
of material or other difficulty. It is 
expected that the agency will settle 
the matter on the basis of the supply 
of “Freon” allotted to it. 


Peacetime Use of War 
Buildings Studied 


NEW YORK CITY—Plans to con- 
vert part of the factory facilities 
acquired for purposes of war produc- 
tion to peacetime operations are as- 
suming concrete form, a review of 
manufacturers by the Division of 
Industrial Economics of the National 
Industrial Conference Board discloses. 


After surveying fhe industrial field, 
the Board reports that of a repre- 
sentative number consulted, 63% 
have reached almost definite conclu- 
sions on future possibilities of the 
facilities concerned, two-thirds of 
this percentage expecting to make 
use of armament-necessitated facili- 
ties after the war. The property in 
question includes both government- 
owned and privately-owned buildings 
and equipment. 


Although the study indicates defi- 
nite plans for postwar use of cur- 
rently used facilities, manufacturers 
seem to manifest varying attitudes 
on the subject. For instance, many 
expect to use both the old and the 
new facilities at a reduced rate, 
while others plan to scrap at least a 
part of the old plant and use the 
newer. Some of the operators of 
government-owned plants are ar- 
ranging for the purchase of the 
properties now under their manage- 
ment, and a few say they will sell 
their war production facilities or 
return those leased from _ the 
government. 

Companies planning to make use 
of the new property include firms in 
heavy machinery and metal products. 


E. xtra features equivalent to 
32 or more Special models 


are STANDARD in every M-H Polartron. 
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Buyers Can Obtain 
‘Like’ Unit With Rating 


(Concluded from Page 1, Column 2) 


vides that the War Production Board may 
authorize tn order subject to such con- 
ditions as it may specify. 

Where orders have been authorized on 
Forms WPB-2448 and WPB-2449 (formerly 
PD-830 and PD-831) upon the condition 
that a specified product, such as 
dichlorodifluoromethane (sometimes also 
called “F-12” or “Freon-12”) shall not be 
used as the refrigerant in the system 
covered by the authorization, the question 
has arisen as to whether the purchaser 
may acquire a system of a slightly dif- 
ferent size or type from that applied for, 
in order to obtain a system which uses 
some other refrigerant, but has the same 
refrigerating capacity as that applied for. 


In such a case, the purchaser is per- 
mitted to purchase a system of substan- 
tially the same refrigerating capacity, 
even though it uses a different type of 
expansion valve or other parts, or contains 
a slightly larger compressor, condenser, 
motor, or other parts, in order to obtain 
the same refrigerating capacity which 
has been authorized for installation. For 
example, the use of a machine having a 
motor of the standard size nearest to 
that applied for would be permissible, if 
necessary to obtain the authorized refrig- 
erating capacity. Any incidental addi- 
tional cost resulting solely from such a 
change to another refrigerant would also 
be permissible. 


The fact that the applicant states the 
name of the probable supplier, or the 
model number, does not require him to 
purchase from the supplier named, or to 
get the model mentioned, as long as he 
gets a machine of substantially the same 
capacity and designed to perform the 
same function. 


Issued this 9th day of September, 1943. 


Ruthenberg To Address 
‘Convention by Radio’ 
For Foreman’s Group 


DAYTON, Ohio—Louis Ruthen- 
berg, president of Servel, Inc., is one 
of several speakers who will deliver 
radio talks to members of the 
National Association of Foremen 
holding a “convention by radio” the 
night of Sept. 25. 

Local meetings of city and shop 
foremen’s clubs affiliated with the 
NAF, unaffiliated clubs, and recently 
organized groups will be held so that 
members may listen to the one-hour 
broadcast and then engage in their 
own discussions. Loss of work time 
and use of travel facilities will be 
avoided by this convention method, 
says Frank H. Irelan, chairman of 
the convention committee. 

Other speakers include Charles E. 
Wilson, executive vice chairman of 
the War Production Board and form- 
er president of General Electric Co.; 
Paul G. Hoffman, president of Stude- 
baker Corp. and national chairman 
of the Committee for Economic De- 
velopment; and Lieut. Gen. William 
S. Knudsen. 


2 Dealers Charged With 
Priority Violations 


SAN FRANCISCO, Calif.—Alleged 
sales of 100 refrigerators without 
priorities and violations of price ceil- 
ings are charged against Max Bell- 
ings and Sam Bernstein, Oakland, 
Calif. furniture dealers, in action 
started in Federal Court here by the 
Department of Justice. 

Associated Linoleum Co. of Los 
Angeles, is likewise charged with 
having sold the two dealers $27,750 
worth of refrigerators assertedly di- 
verted from a Federal Housing proj- 
ect, stoves, and other goods, which 
they in turn sold to consumers in the 
territory without priorities. 

OPA investigated Mr. Bellings and 
Mr. Bernstein some time ago and 
found that they had been selling re- 
frigerators, stoves, and other house 
furnishings at from $25 to $50 over 
OPA ceiling prices, claims an at- 
tache of the Attorney’s General’s 
office. 


Judson Bowen To Manage 
Penn’s Atlanta Branch 


ATLANTA—Judson P. Bowen has 
been appointed manager of Penn 
Electric Switch Co.’s branch located 
at 36 Fifth St. N.W. here. He suc- 
ceeds N. E. Jennison, former man- 
ager, who has been shifted to Penn’s 
factory at Goshen, Ind. to take up a 
new post in the company’s research 
laboratory. 

Mr. Bowen has had considerable 
experience in the industry, having 
formerly been with American Radi- 
ator, American Blower Co., Georgia 
Power Co., Kelvinator, Westinghouse, 
and Larkin Coil Co. He is a native of 
Georgia. 


P-126 Change Provides Better Ratings, 
Fewer Restrictions, New Certification 


(Concluded from Page 1, Column 3) 


gency maintenance and repair of 
systems under CMP Regulation 5 or 
5A except as specified in the order. 

The definition of what constitutes 
an “emergency repair’ is much less 
restrictive than formerly. There is 
no specific exception made against 
replacement of the high side or low 
side as formerly, the definition now 
reading: 

“Emergency repair’ means fixing 
a system, already installed, after it 
has broken down or when it is about 
to break down. It does not include 
the improvement of any system or 
part of a system by replacing parts 
and materials which are still usable 
with parts and materials of larger 
capacity or of a better kind, quality, 
or design.” 

The following preference ratings 
and allotment symbols are assigned 
to orders placed by any service 
agency for delivery of parts and 
materials to it: 

“Class I: (1) AA-1-MRO, for parts and 
materials needed by the service agency 
in the emergency maintenance or emer- 
gency repair of systems used in industrial 
food manufacturing, processing, packag- 
ing, preservation, storage, or transporta- 
tion; or in the conduct of other activities, 
or in the manufacture of products, or in 
the rendering of services, listed in 
Schedule I of CMP Regulations 5 and 
5A. (But this rating is not assigned to 
orders for parts and materials to be 
used in systems of restaurants, hotels, or 
retail stores; or in systems of soft drink 
or malt beverage processors or dis- 
pensers; or in milk cooling systems on 
farms). 

“Class II; (2) AA-2-MRO, for parts and 
materials, (i) meeded by the service 
agency in the emergency maintenance or 
emergency repair of systems used in 
restaurants, hotels, or retail stores (ex- 
cept air conditioning systems used in 
restaurants, hotels, or retail stores); or of 
milk cooling systems on farms; or of 
systems used in the manufacture of prod- 
ucts, or in the conduct of activities, or 
in the rendering of services, listed in 
Schedule II of CMP Regulations 5 and 
5A; or (ii) needed by the service agency 
in building up its inventory to the largest 
inventory allowed. 

“Class III; (3) AA-5-MRO, for parts 
and materials needed by the service 
agency in the emergency maintenance or 
emergency repair of systems (except air 
conditioning systems) used in the manu- 
facture of products, or in the conduct of 
activities, or the rendering of services, 
which are not listed in Schedule I or II 
of CMP Regulations 5 or 5A or in Class 
II (above).” 

While a service agency is not 
supposed to apply a rating to an 
order for parts and materials unless 
it has actually undertaken a job for 
which those parts and materials are 
needed, it can, when it has a right 
to apply a Class I or II rating, take 
the needed parts from its inventory 
and apply the rating to get the same 
kind to replenish its inventory. 

A service agency may use the 
CMP allotment symbol MRO to place 
an authorized controlled material 
order for controlled materials (steel 
sheets, copper wire, copper tubing, 
etc.) for the same purposes for which 
it can use the Class I or II rating. 
It cannot, however, use the CMP 
allotment symbol MRO to get alumi- 
num. The service agency cannot buy 
controlled materials for any use to 
which a Class III rating is given 
unless it gets special permission. 

The following is the form of the 
endorsement which should be placed 
on the original of all copies of each 
purchase order, or contract, for parts 
and materials: 

Preference Rating AA... MRO 

As an authorized official of the pur- 
chaser, I certify, subject to criminal pen- 
alties for misrepresentation, that the use 


2a 


of any preference rating or allotment 
number or symbol which is placed on 
this order is authorized and that the items 
ordered will be received and used or dis. 
posed of in compliance with all applicable 
regulations and orders of the War Pro. 
duction Board, including Order P-126. 


oCeeeee Veer se eee sn eo eee 


(Authorized Official) 

A service agency ordering con- 
trolled materials as permitted by the 
order shall endorse the certification 
on the original and all copies of each 
purchase order, substituting the 
phrase “CMP Allotment Symbo} 
MRO” for the phrase “Preference 
Rating AA ... MRO.” A purchase 
order bearing such an endorsement 
shall constitute an Authorized Con- 
trolled Material order for the pur- 
pose of all CMP Regulations. 

It is still required that when a new 
part replaces the old part, the old 
part must be given to the dealer to 
fix up for re-use, or put into the 
scrap bank through regular scrap 
channels. 
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Servicing commercial 
refrigeration equipment 
is vitally important 
NOW. You can de- 
pend on Penn Controls. 


PENN ELECTRIC SWITCH CO. 
GOSHEN, IND. 


Cy il] 
FITTINGS FOR REFRIGERATION 


THE NORTHERN INDIANA BRASS CO, 
® 


ELKHART, INDIANA ° 


YOUR JOBBER STOCKS 
DRYERS CHARGED WITH 


Davison's 
4,»  SELECA GEL 


It is specialized for 
refrigeration service 


"DAY & NIGHT 


A Complete line of Storage Type 


Water Coolers in accordance with 
Latest W. P. B. Regulations 


DRINKING FOUNTAINS 


NAVY-2 Models ARMY-NAVY-2 Models 
for Shipboard use for land use 


CAFETERIA TYPE COOLERS 
ARMY-NAVY 2 Models for Mess Halls 


INSULATED STORAGE TANK TYPES 
6 Models for Bakery Service « 3 Models for Film 

Processing ° 
WRITE FOR LATEST DATA 


NIGHT COOLER DIVISION 
DAY & NIGHT MFG. CO. 


MONROVIA - ESENTATI 


OL FACTORY REPRESENTA 


CHICAGO 

682 * Mar tz, 565 Wash. Blve 
«ST.LOUIS —- DECATUR, GA. 
R.H Spangler, 3331 MarketSt.-- J.E. Parker, 228 2nd St. 


NEW YORK) 


we 


SION 


TCT 


—— 


li 


highly progressive organization, 


Development Engineers 
Laboratory Technicians 
Experimental Engineers 


This opportunity will appeal to Mechanical or Electrical Engineers 
who want to put their designing ability to work where it will mean 
a definite and dependable FUTURE! 


The positions we have require a Development Engineer, Experimental 
Engineer, and Laboratory Technician experienced in designing and 
developing precision products and accessories for manufacture in 
the Control and Refrigeration fields. .. . Developing these products 
for manufacture in a plant keyed to precision work. Knowledge 
of Refrigeration is valuable, but not essential. 


If you have this background, we offer you an interesting and 
profitable position of PERMANENCE. You'll be working with 4 


advanced in post-war products. Your future will be limited only by 
your own ability and achievements. . . 
laboratory and engineering equipment to work with, and a modern 
precision plant to put your ideas into effective production. 


If such an opportunity fits your background and experience—and 
ambitions—write immediately, giving all details of past work. 
not already in war work, or not now using your skill to the utmost.) 
Your letter will be held in confidence. 
Conditioning & Refrigeration News. 
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CLASSIFIED 
ADVERTISING 


—V—_—" 

— 

RATES for “Positions Wanted,” 5¢ per 
yord; minimum charge, $2.50. Three 
vnsecutive insertions, 12%4¢ per word; 


ninioum charge, $6.25. 

RATES for all other classifications, 10¢ 
, word, minimum charge, $5.00 per 
insertion. Three consecutive insertions, 

per word, minimum charge, $12.50. 

ADVERTISEMENTS set in usual classi- 
ged style. Box addresses count as five 
word, other addresses by actual word 


Cc ount. 


EQUIPMENT FOR SALE 


jpPPROXIMATELY 200 TONS York floor 
t Freon air conditioning coils with 
slowers and motors — complete — various 
sies—practically new. EVERLAST RE- 
PRIGERATION CORP., 444 Fourth Ave., 
yew York, N. Y. 


(OMPLETE % H.P. Highside, less motor 
35.00; Carbon Tetrachloride, 5 gallon, 
700, container 50¢, % H.P. Finned Con- 
jensers $6.00; Frigidaire 144-% H.P. Com- 
pressors $7.00; 4 tray Expansion Type 
gvaporators $10.00. All parts ‘“‘as_ is’— 
nnning condition, F.0.B. EDISON COOL- 
ING, 310 E. 149th, New York. 


§ CU. FT. REFRIGERTORS, reach-in 
syle with five (5) solid doors, natural oak 
font, white enameled interior, completely 
gif-contained with % HP. condensing 
wit and blower coil installed ready to at- 
tach to 110 volt electric service. Brand-new 
in original crates available for immediate 
shipment without priority to dealers and 
jistributors. $415.00 net. F.O.B. midwest 
shipping point, 25% with order, balance 
(0.D. or S.D. B/L. J. GEO. FISCHER 
& SONS, INC., SAGINAW, MICHIGAN, 
SINCE 1889. 


FOR SALE: Slightly used equipment for 
dreulating water system consisting of 
Fw6300 Frigidaire 3 hp. water-cooled 
wmpressor, Model C2W 4347 Day and 
Night insulated cooler complete with cir- 
ulator, %4 hp. circulating pump, by-pass 
control valve and all accessories for the 
ystem. Capacity, approximately 30,000 
Btu. per hour with 80 water. JOHN E. 
LARRABEE, 3 & 5 Market St., Amster- 
dam, N. Y. 


POSITIONS WANTED 


APPLICATION ENGINEER, commercial 
refrigeration, 16 years’ experience, design, 
layout, estimates, sales, installation, and 
vrvice. For last six years engineer with 
ading distributor. Wishing to contact 
larger manufacturer for position as field 
representative. 38, married, no dependents, 
willing to travel. For war and postwar | 
wrk. Box 1471, Air Conditioning & Re- 
irigeration News. 


VACUUM PLATE 
(COOLING & FREEZING UNITS 
Ske Alias lac RS a ae a 


Ee CURTIS pree 


REFRIGERATION 


AIR CONDITIONING 
owe COMMERCIAL 


Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 


REFRIGERATION ENGINEERING Inc. 


LOS ANGELES + CALIFORNIA 


_ REFRIGERATION 
PRODUCTS — 


REFRIGERATION 


Modern splay Cases 
Coolers, Refrigerators 
AMANA SOCIETY, AMANA, IOWA 
— 


WASHINGTON, D. C.— Detailed 
instructions for the referral to the 
United States Employment Service of 
cases involving Selective Service 
registrants engaged in or qualified 
for critical occupations in war pro- 
duction or a war supporting activity 
have been announced today by the 
Selective Service Bureau of the War 
Manpower Commission. The cases 
would be referred before the regis- 
trants are ordered by a local board 
to report for induction. 


(First announcement of this plan 
and its effect on refrigeration serv- 
icemen and engineers was published 
in the Sept. 13 issue of the NEWS.) 


Under this procedure, which is 
part of the program for full utiliza- 
tion in the war effort of registrants 
qualified for critical occupations, the 
United States Employment Service 
may recommend that a registrant be 
deferred in his present employment 
or place him in more _ essential 
production. 


LIMIT GRACE PERIOD 


At the same time, limitations were 
placed upon the 30-day grace period 
within which registrants in non- 
deferrable activities or occupations 
may have reclassification delayed be- 
cause of registration with the United 
States Employment’ Service for 
placement in an activity or occupa- 
tion not listed as nondeferrable. 
Evidence that a registrant has regis- 
tered for such transfer now must 
have been presented to his local 
board not later than Sept. 15 and the 
grace period may not be extended 
beyond Oct. 15 under any circum- 
stances. 

Registrants engaged in non- 
deferrable activities or occupations 
are reclassified without regard to 
their dependency status unless they 
submit evidence to their local boards 
that they have registered with the 


United States Employment Service 
for transfer. If they submit such 
evidence prior to Sept. 15, they are 
given a 30-day grace period. How- 
ever, the new instructions emphasize 
that after Oct. 1 when fathers with 
children born before Sept. 15, 1942, 
become liable for induction, any 30- 
day grace period which may be run- 
ning for a “nondeferrable” registrant 
will be cancelled if his order number 
is reached in the course of normal 
local board reclassification proce- 
dures. 

As to registrants engaged in criti- 
cal occupations, Selective Service 
pointed out that on Aug. 16, the War 
Manpower Commission announced a 
list of 149 critical occupations repre- 
senting the highest and most needed 
industrial skills for war production 
and war supporting activities. As 
there are not more than 400,000 
registrants of military age through- 
out this country who have the skills 
required in these critical occupations, 
Selective Service advised its local 
boards: 


MUST CONSIDER DEFERMENTS 


“It is of the utmost importance 
that registrants (1) who have the 
necessary qualifications, (2) who are 
utilizing them to the fullest extent 
in a critical occupation in war pro- 
duction or in support of the war 
effort, and (3) whose removal from 
their present employment would 
have an adverse effect upon the 
maintenance of required production 
schedules, be given the most serious 
consideration for extended occupa- 
tional deferment before being re- 
classified out of a deferred classifica- 


tion into a class available for 
service.” 
Furthermore, Selective Service 


said, when a local board determines 
that a registrant who is claimed to 
be in a critical occupation is not 


WASHINGTON, D. C. — Under 
Controlled Materials Plan Regulation 
No. 9, issued this week by the War 
Production Board, retailers, radio 
repair shops, and electricians can 
get copper wire for retail sales or for 
household, farm, and small commer- 
cial repairs and improvements. 

The regulation applies to all bare 
or insulated copper wire or cable for 
electrical conduction. 

Copper wire mills and copper 
warehouses are required to fill orders 
placed under this regulation in the 
same way as orders from persons 
who have copper allotments under 
CMP. 

Hardware stores, department 
stores, general stores, and others 
may buy copper wire under the 
regulation. Copper warehouses may 
not. 


$100 WORTH A QUARTER 


Any retailer or repairman who 
was in business as a retailer or 
repairman on Aug. 1, 1943, may 
order for delivery in any calendar 
quarter up to $100 worth of wire 
under this regulation. 

If he needs more, he attempts to 
determine as accurately as prac- 
ticable the dollar value of the copper 
wire which he sold as a retailer or 
used as a repairman during 1941. 

He may buy up to one eighth of 
that amount in any quarter if this 
comes to more than $100. If it does 
not, he may buy up to $100 regard- 
less of his use in 1941. 

A retailer or repairman who 
bought no copper wire in 1941 may 
not buy more than $100 worth a 
quarter under this regulation, and 


EXPORT 


ARE YOUR POST-WAR | we 
EXPORT PLANS IN DOUBT? 
An export house, long established 
hy refrigeration field, can do a 
teal job on a few additional refri- 
Ray ay air conditioning, heating 
tnd electrical appliance lines. 

_ Why not write today? | 


AD. AURIEMA, INC. 


89 Broad St., New York 4, N.Y. 


one who was not in business on Aug. 
1, 1943 may not buy any copper 
wire under the regulation unless an 
appeal is granted by WPB. 

If a retailer or repairman wants to 
buy copper wire under this regula- 
tion from either a copper warehouse 
or wire mill, he places on his order 
the following certification: 

“CMP allotment symbol V-3—the 
undersigned certifies subject to the 
criminal penalties of Section 35 (A) 
of the U. S..Criminal Code, that he 
is a retailer or repairman entitled 
under CMP Regulation No. 9 to buy 
the copper wire covered by this 
order.” 

A retailer may sell copper wire 
under this regulation to any person 


ie, 


1 


Retailers and Repairmen Can Now Obtain 
Copper Wire For Repairs, Improvements 


without restriction unless he knows 
that the customer will be violating 
an order or regulation of WPB. 

A retailer may pay no attention to 
preference ratings (except AAA) in 
selling copper wire and may also 
disregard authorized controlled mate- 
rial orders. 

However, he must fill orders sup- 
ported by farmers’ certificates as 
provided in Priorities Regulation 
No. 19. 

Since it is the purpose of the 
regulation to provide copper wire to 
meet the minimum repair needs of 
the general public, retailers are re- 
quested not to sell copper wire to 
persons who have received allot- 
ments under CMP, who are listed in 
Schedules 1 or 2 of CMPR No. 5, or 
who are otherwise entitled to place 
orders with warehouses or wire mills, 
except in such cases where the pur- 
chaser needs such small quantities 
that it is not practicable to get them 
from warehousese or wire mills. 

In order that WPB may keep track 
of amounts of wire used for different 
purposes, repairmen are requested 
not to get wire under this regulation 
if other means have been provided. 


USE CMPR NO. 5 


For this reason, where a repairman 
is entitled to use his customer’s allot- 
ment symbol under CMPR No. 5 to 
place an authorized controlled mate- 
rial order, he must get wire or re- 
place it in his inventory by that 
means rather than under CMPR 
No. 9. 

Also, where he is authorized to get 
wire under Construction Order L-41 
he may not use CMPR No. 9. 

A retailer or repairman may not 
accept delivery of copper wire under 
this regulation if his inventory or 
that kind of copper wire is, or will 
be, on accepting the delivery, more 
than 30 days’ supply in case of re- 
tail dealers, or 15 days’ supply in 
case of repairmen. 

However, if the supply of any kind 
of copper wire which a retailer or 
repairman has on hand is less than 
the permitted amount, he may buy 
the smallest standard package of 
that kind of copper wire, even if, as 
a result, his supply will become 
larger than the amount specified. 

Provisions of M-9-c must be ob- 
served by retailers and repairmen 
and their customers. 


30-Day Delay of Induction Mandatory If Man 
Is In Critical Job, Draft Boards Informed 


entitled to deferment because of his 
current employment it should refer 
the case to the United States 
Employment Service. 


and description of his current em- 
ployment, together with a statement 
of his skills and qualifications, if a 
registrant is placed in Class I-A as 
available for military service and no 


appeal is taken, or if an appeal is | 


taken and the appeals board con- 
tinues him in Class I-A. 


In all such cases, local board will 
delay issuance of an order to report 
for induction for 30 days from the 
date of referral to the United States 
Employment Service. Furthermore, 
if within the 30-day period, the 
USES certifies that the registrant’s 
present employment is making full 
use of his qualifications, or that he 
has been placed in a critical occupa- 
tion in war production or in support 
of the war effort with another em- 
ployer, an additional 10 days will be 
allowed for his employer to file 
Selective Service Form 42-A request- 
ing his occupational deferment. 


WILL REOPEN CLASSIFICATION 


If a Form 42-A is filed by a new | 


employer, or certification is received 
from the United States Employment 
Service that the registrant is neces- 
sary in his current employment, his 


local board will reopen his classifica- | 


tion and will consider the new evi- 
dence as a basis for further occupa- 
tional deferment. 


If, however, no notification is re- 
ceived from the United States Em- 
ployment Service prior to the expira- 
tion of the original 30-day period 
following referral, or in the event 
certification is made that the regis- 
trant is needed in new employment 
but a Form 42-A is not received 
before the expiration of the 10-day 
period allowed for the filing of a new 
claim for deferment, the local board 
may proceed with the induction. 


6441 Plymouth Avenue, Saint Louis, Mo., U.S.A 


The USES | 
will be given the registrant’s name | 


PORTABLE INDUSTRIAL REFRIGERATION UNITS 


ROSTRODE 
PRODUCTS 


19003 John R, Detroit - TO 9-1340 


3 CATALOGS IN 1 


HERMETIC UNITS - COMPRESSORS - PARTS 
FRIGIDAIRE - KELVINATOR - NORGE - G-E 
Complete Line Refrigeration Parts - Tools - Supplies 
WRITE FOR YOUR COPY OWN YOUR LETTERHEAD 


SERVICE PARTS CoO. 


MELROSE PARK, ILLINOIS 


ELECTRIC 
WATER 
COOLERS 


Different models avail- 
able for the various 
requirements of gov- 
ernment agencies and 
war production plants. 


PURO FILTER CORP. 
440 Lafayette St., New York 


DRINKING WATER ; 
SPECIALISTS FOR 40 YEARS. 


VISOLEAK | 


tim 
po pd -- TGONSERVES 
refrigerant. 
to fin oe 


VISOLEAK reveals “hard to 
leaks of all refrigerants. Add 4 oz., 
plus an extra ounce for each 10 Ibs. 
of refrigerant, to o_system. 


4 ounces, $1.00; 8 ounces, $1.75. 
Pint, $3; Gt, Ss; Gallon, $16. 


Buy from your jobber or write to 


Western Thermal Equipment Co. 
5141 Angeles Vista Blvd. Los Angeles 43, Calif, 


é> 
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Chicago, Ill. 


- THE HARRY ALTER CO. 


1728 S. Michigan Ave. —_ two Big Warehouses Pi. 


to Serve You — 


134 Lafayette St. 
‘New York, N. Y. 


@ Ready to ship, over 1225 HASCObilt 
parts and supplies give service equal 
to new equipment at fraction of cost. 
Conserve critical materials and give 
speedy service at saving to you and 


Sone fo Ga 


” yous ‘sania pas ; candied ‘amas 
to install. Be prepared, be informed 
regarding HASCO Service. Have the 
HASCO catalog at hand for ready 
reference. 


Uegield (ality HAS CO, we 


GREENSBORO, N. . 


ns 


HAS GONE TO WAR 
RANCO WILL USE STAINLESS 
STEEL PARTS IN CONTROLS 


“UNCONDITIONAL SURRENDER 


Some Models 
te ai Ait ; R Y COLUMBUS, 
GHaMCG. AC. OHIO 


STAINLESS STEEL 


AGAIN AFTER 
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Bulletin Editig 


THE EMBLEM OF QUALITY 


The EBCO Manufacturing Compuny 


401 W. TOWN STREET COLUMBUS, OHIO 


MUELLER BRASS CO. 
Port Huron, Mich. 
TRIPLE SEAL DIAPHRAGM 
VALVE 
Longer Diaphragm Life 
Positive Sealing at Three 
Essential Points 


BRASS and 
COPPER 
TUBING 


PENN BRASs & CopPeR Co. 


ERIE PENNA 


Food Conservators 
Is Our Only Busines: 


All our energy is devoted te their development 
and preduction. Write for particulars. 


pve MANUFACTURING CORP. 


121 Main S Sioux City, Iowa 
400,000 i cretuedtunsercalnoin Use 


HEAT TRANSFER EQUIPMENT 


ARLO 


COIL COMPANY 


For 
Maximum 
Evaporator 
Efficiency 


ST. LOUIS, MO. 


ALCO VALVE CO. 


PHOTOGRAPHIC PROCESSING EQUIPMENT 
_ Controlled Temperature Film and Print Develop- 
ing Equipment. Cooling Units for X-Ray De- 
en! Controlled Temperature 
Photographic Processing Sinks. 
TEMPRITE PRODUCTS CORPORATION 
41 Piquette Avenue Detroit, Michigan 


Gauges . . . Dial Thermometers 
Recorders . . . Valve Specialties. 


JAS. P. MARSH CORPORATION 


Chicago, Ill. 


2067 Southport Ave., 


Use CHICAGO SEALS 


for seal replacements 


CHICAGO SEAL CO. 
20 North Wacker Dr., Chicago 


UNIVER CooLeR 


BRANTFORD. 
ONTARIO 
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UNIVERSAL poy ComPonn on 
Automatic Rafniqenation 922 
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COMMERCIAL 
REFRIGERATION ONITS 
FOR PROTECTION OF 
VITAL FOOD SUPPLIES 

See Your Par Jobber 


LYNCH MANUFACTURING Corp. 


DEFIANCE, OHIO, U.S.A, 


FINNED TUBE 
PRODUCTS 


WARTFORO, cown. 


Electrimatic. 


Automatic Control Valves @) 
and /Cegulators Ee 


2100 indiana Ave., Chicago, i. 
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‘Ex-Allotment’ Permits 
Buying Extra Copper 


Q. We have been reading lately in 
CMP releases of something called 
“an ex-allotment.” Can you explain 
to us what this is? 

A. In WPB Bulletin No. 46 an ex- 
allotment is explained as an authori- 
zation to buy copper or copper base 
alloys from excess or idle inventories 
which allotment need not be de- 
ducted from your total allotment of 
such material for the current quarter 
in which you are operating. There is 
a similar ex-allotment authorized 
also for the purchase of steel and 
aluminum from idle and _ excess 
stocks. 

The difference between the ex- 
allotments granted for copper and 
those for steel and aluminum seems 
to be that the ex-allotments for steel 
and aluminum to be delivered from 
idle and excess stocks automatically 
permit you to accept deliveries with- 
out making an adjustment in your 
total CMP allotment; Whereas, the 
ex-allotment for copper and copper 
alloys may or may not require you 
to make an adjustment in your CMP 
allotment in the discretion of the 
Copper Recovery Corp. When author- 
ization to purchase materials on an 
ex-allotment basis is granted, it is 
issued on form WPB-3139. It is sug- 
gested that you drop a line to the 
Copper Recovery Corp., 200 Madison 
Ave., New York 16, N. Y. for fur- 
ther details. 


AA.-1 Rating Improved 


By Restricting Number 


Q. We recently saw in a WPB 
bulletin a statement that AA-1 rat- 
ings have been given an elevated 
status. How has this been accomp- 
lished? Does it affect the other 
classes of preference ratings? 

A. It is true that AA-1 has been 
given “a sort of’ elevated status. 
This has been accomplished merely 
by restricting the number of AA-1 
ratings being assigned. With less 
AA-1’s in circulation, those still in 
existence are naturally more effec- 
tive. The WPB is, at present, author- 
izing AA-1 ratings only on essential 
maintenance and repair items and is 
restricting the issuance of AA-1’s on 
CMP applications to those products 
which are “critical components” as 
defined in the various scheduling or- 
ders such as M-293. 

The fact that there are less AA-1’s 
improves the position of the 
AA-2 orders. So, in this way, it does 
affect the other classes of preference 
ratings. 


Guide Summarizes 


CMP Regulations 


Q. Has there been a recent revised 
summary to the CMP Regulations 
issued. We find it exceedingly diffi- 
cult to keep up to date on the many 


| changes that occur. Can you suggest 


some bulletin which would assist us? 


A. The Education and Inquiry 
Branch of the Controlled Materials 


_ Plan Division of the WPB recently 
| issued “Guide to Assistance in Plac- 


ing Orders for Controlled Materials.” 
We believe you will find this very 
helpful to you. You can secure a 
copy from your regional office of the 
War Production Board. 


WPB-732 Report Provides 


Check on Inventories 


Q. We have been filing Form WPB- 
732 for several months but have 
never heard anything from it. Do 
you know what purpose it serves or 
what use is made of the information 
that we give in that form? 


A. WPB-732 is the regular monthly 
report of your operations. At the 
end of each quarter the form calls 
for inventory information as well as 
figures for the previous month’s 
operations. The information you give 
on this form is used in two ways. 
The WPB, with the assistance of the 
Bureau of the Budget, is able from 
the monthly report to gauge overall 
operations of the various industries 
and from the inventory figures fur- 
nished quarterly is able to gauge 


The Priorities Quiz 


(Am ConpDrITIONING & REFRIGERATION Nuws, with the aid of a man who 
is actually engaged in handling much priorities work, will attempt to 
answer questions from readers about priorities problems. The editors 
will not guarantee to answer all questions, nor can they guarantee that 
the answers will be legally perfect, but an effort will be made to provide 
a guide to correct procedure wherever possible.) 
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your compliance with inventory re- 
strictions such as are contained in 
CMP Regulation No. 2. 

The WPB has stated, in fact, that 
Form WPB-732 is “the controlling 
form for inventory compliance.” In 
short, WPB-732 is primarily a com- 
pliance form. Incidentally, the com- 
pliance branch is now checking in- 
dividual firms on their operations 
under CMP. A number of local firms 
have already reported that they have 
been thoroughly checked. Wage and 
hour department inspectors are be- 
ing used for this job, the same as 
they were used in the PRP days. 


“End Use Is Still 
Important Factor’ 


Q. Is there anything new on the 
end use question? Is end use still a 
factor in the field of priorities? 
Should end use be shown on purchase 
orders? 


A. While there is no published 
statement recently issued by the War 
Production Board to cover all phases 
of end use requirements, 
branches of the War Production 
Board are quite emphatic in stating 
that end use is still an important 
factor. It is important particularly 
for manufacturing concerns to have 
available to them information which 
will indicate where their products are 
going and the CMP “B” product sym- 
bols will not of themselves furnish 
this information. 

This is particularly true where 
labor difficulties are being expe- 
rienced. A wider use of labor pri- 
orities is now in preparation. To be 
assured of a high standing, a manu- 
facturer must be able to present a 
specific picture of the essentiality of 
his product. 

_ Also, CMP allotments have been 
cut on many important products be- 
cause accurate end use information 
was not available. To be assured of 


getting your full share of raw ma- 


terial allotments, you must be in a 
position to show accurate end use in- 
formation. It is important, therefore, 
that manufacturers request of their 
customers end use identification on 
purchase orders and it is equally 
important that jobbers and dealers, 
wherever possible, show complete end 
use information, on their purchase 
orders. 


Service Men’s School 
Opens in Chicago 


CHICAGO—A refrigeration service 
men’s school, similar to that which 
it operates for the Army at Bloom- 
ington, Ill., is being opened by Com- 
mercial Trades Institute at 221 N. 
LaSalle St. here for civilians, accord- 
ing to an announcement by R. C. 
Anderson, manager. 


Willis Stafford, chairman of the 
membership committee of Refrigera- 
tion Service Engineers Society and a 
member of the American Society of 
Refrigerating Engineers, will con- 
duct the course, Mr. Anderson re- 
ports. 

Both day and evening instruction 
will be offered by the new school, 
which promises intensive training. 
Night school course is expected to 
run 20 weeks, while the full-time day 
school students should complete the 
course in six weeks. 

The school for the Army at Bloom- 
ington was established in January of 
this year in cooperation with mili- 
tary officials. There Army refrigera- 
tion mechanics are put through a 
12-week schedule. First four weeks 
are devoted to the fabrication of tub- 
ing, tear-down and re-assembly of 
compressors and motors, learning the 
names of the parts, and a study of 
refrigeration principles. Classroom 
study is augmented with six hours of 
shop work a day. 

In the second four weeks the 
soldier does actual service work on 
small commercial units in the shop, 
and in the final period he studies and 
works on the various valves and con- 
trols used in refrigeration and air 
conditioning, using the same types of 
equipment he will encounter in Army 
posts. 

First graduation exercises of this 
Army school were held in March of 
this year. 


Free Outing To Mark 
Jobber’s 10th Year 


WOLVERINE 


REFRIGERATION TUBE 


ass ™ 

DETROIT—To celebrate its tenth 4 
anniversary as refrigeration and air A 
conditioning jobber in this territory, "he 


J. M. Oberc, Inc. of 904 W. Baltimore 
Ave. here, will shut up shop the 
afternoon of Thursday, Sept. 23 and 
entertain service men customers with 
a golf party (including prizes) and 
an evening dinner party at Bonnie 
Brook Golf club. 

In addition to the regular golf 
tournament there will be a “driving” 
contest, putting match, a hole-in-one | 
contest, and other activities. Dinner, | 
scheduled to start at 8:30, will in- 
clude soup, steak, chicken, “and all 
the trimmings.” | 


WOLVERINE TUBE DIVISION 
OF CALUMET AND HECLA 
CONSOLIDATED COPPER COMPAN 


1413 Central Ave. ¢ Detroit, Michiga 


The PIONEER FLUID DEHYDRANT 


Fully Protected by U S. Patents 


HIGHSIDE CHEMICALS ‘co 


195 VERONA AVE. NEWARK, N. 


Philco Shipments In July 
Top All Previous Months | 


PHILADELPHIA—July shipments | 
of Philco Corp., consisting  prin- 
cipally of radio and electronic equip- | 
ment for the Army and Navy, were 
the highest ever achieved in any | 
single month, and further increases | 
are expected over the balance of the 
year, it is stated by John Ballantyne, 
president, in a letter to stockholders | 
accompanying dividend checks. | 

As previously reported, consoli- | 
dated net income of Philco Corp. for 
the first six months of 1943 totaled | 
$1,526,282, or $1.11 per share. 


EVAPORATIVE 
CONDENSERS 


Full range of sizes 


KRAMER ee | 
Neat 7 Phodut 


N. J. 


TRENTON, 


various , 
we 


A gicient ® =e. FOR ‘Locker Plants, Sharp 
Freezing, Ice Cream Cabinets, Hardening 

\ Rooms, Soda Fountains, Storage Rooms, Milk 

\\ Coolers, Liquid Cooling, Food’ Counters ant: 

<< other similar uses. : 

Write us today for. complete pak Bere and catalog 


7 ~STANGARD- DICKERSON CORP. 
46-76 Oliver Street Newark, N. J. 


Stangard facilities are nbnttibusiion to the production a. materials for our National Defense 


Specialists in the 
anufacture of 


be mnahiay 
_ FOOD SUPPLY 


LARKIN COILS, INC. 519 MEMORIAL DR., S. E., ATLANTA, GA. 


FOGEL EQUIPMENT AVAILABLE TO MEET YOUR NEED 
OUR INVENTORY OF PRIORITY AND NON-PRIORITY ITEMS INCLUDES: 
DISPLAY CASES-REACH-INS- WALK -INS 
BEER WALL CASES Anp BEER PRE-COOLERS 


BOTTLE COOLERS-DAIRY AND PRODUCE CASE 
MANUFACTURERS OF ALL TYPES OF COMMERCIAL EQUIPMENT. 


INQUIRE TODAY! ADDRESS DEPT. 102 


FOGE - REFRIGERATOR COMPANY , sinc 


Philadelphia, Penna. 189 


GENUINE MAYFLOWER, UNITS & PARTS — 


Complete stocks of genuine Mayflower 
parts are now available. Full line of air 
and water-cooled condensing units is 
also available to meet your priority re- 
quirements. Order from your jobber 
or from the manufacturer. Insist on 
genuine Mayflower parts. 


Jobber inquiries invited. 


MAYFLOWER 
PRODUCTS, INC. 


Richmond, Ind: 


Most efficient due to the exclusive Henry vacuum 
drying and pressure sealing process. Escape of de- 
hydrated air when seal cap is removed proves 
unit is absolutely dry! Soldered brass shell with 
dispersion tube and dehydrant compression spring 
Choice of Silica Gel or Activated Alumina 


Write for Catalog 
ASK YOUR JOBBER ABOUT IT 


Henry Valve Company 


1001.19 . SPAULOING AVE., CHICAGO 
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Subseription Order 


Please enter my subscription to Air Conditioning & Refrigeration News 
for one year. 


([] $4 enclosed. [] Bill me. ([] Send free sample only. 


5229 Cass Avenue Detroit 2, Michigan 


Aeration o> NE 


Copyright, 1943, by Business News Publishing Co. 
Trade Mark Registered U. S. Patent Office 


New 


¥ 


Reentered as second-class matter 
October 3, 1936 at the post 
office at Detroit, Michigan under 
the Act of March 3, 1879, 
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Detroit Public Library, 1305-1Y 
a Raatet MRE 12-31-43 


Woodward & Kirby Aves., 
Ne E. Sta... 
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